From: Biotage < noreply@sepscience.com > 

Sent: Thursday, November 15,2012 1:42 PM 

To: Hanchett, James (DPH) 

Subject: Join the Revolution in Polymeric SPE with EVOLUTE EXPRESS 



EVOLUTE® EXPRESS 96-well SPE plates combine powerful EVOLUTE 
sorbent chemistries with innovative plate features, suitable for 
extraction of acidic, basic and neutral drugs 


• Streamlined Load-Wash-Elute 
procedure enhances 
productivity by eliminating 
the need for conditioning and 
equilibration steps 

• Fast and consistent flow rates 
across a plate, reducing 
blocking or clogging with bio 
fluids 

• Consistently high analyte 
recoveries using the Load- 
Wash-Elute methodology 

• New Sorbent Selection plate 
containing four EVOLUTE 
mixed-mode ion exchange 
chemistries for quick and 
easy method development 


Check with your Biotage supplier to 
evaluate the new EVOLUTE EXPRESS! 



NORTH AMERICA EUROPE JAPAN 

+ 1 800 446 4752 +800 18 56 57 10 +81 3 5627 3123 

Order Fax: +1 434 296 Order Fax: +46 18 56 57 Fax: +81 3 5627 3121 

8217 05 Jj>._Qrde.r@biotage i com 

product info@biotaae.com info@biotaae.com 


OTHER COUNTRIES - To locate a local distributor please visit our website at wwwrbL0ta5Le.com 


CHINA 

+86 21 2898 6655 
Fax: +86 21 2898 
6153 

cn order@biotaae.com 




This message was sent from Biotage to iames.hanchett@state.ma.us . It was sent from: Eclipse Business Media Ltd, Frederick House, Princes Court, Beam Heath Way, Nantwich, Cheshire CW5 6PQ, United Kingdom. You can modify/update your subscription via the link 
below. 
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